TABLE I 


MARLBORO 80 BOX (PACK) 
TARGET 24.8 2 



AVERAGE 1 

STANDARD DEVIATION 

Initial - M/C 

(24.95) 

0.10 

Initial retest - M/C 

24.96 

0.09 

Initial - P.T. 

(25.23) 

0.08 

24 hours - M/C 

24.99 

0.10 

24 hours - P.T. 

25.24 

0.08 

24 hours - sample #1 

25.26 

0.06 

48 hours - M/C 

24.99 

0.10 

48 hours - P.T. 

25.24 

0.08 

48 hours - sample #1 

25.27 

0.06 

96 hours - M/C 

24.99 

0.10 

96 hours - P.T. 

25.25 

0.08 

96 hours - sample #1 

25.26 

0.06 




TABLE XI 

MARLBORO 80 BOX (LOOSE) 
TARGET 24.8 s 

AVERAGE 1 

STANDARD DEVIATION 

Initial 

- M/C 

24.87 

0.07 

Initial : 

retest - M/C 

24.88 

0.07 

Initial 

- P.T. 

24.91 

0.06 

24 hours 

- M/C 

24.91 

0.08 

24 hours 

- P.T. 

24.91 

0.06 

24 hours 

- sample #1 

.... 24.90 

0.59 

48 hours 

- M/C 

24.92 

0.08 

48 hours 

- P.T. 

24.92 

0.06 " ' 

48 hours 

- sample #1 

.24,91 

0.06 

96 hours 

- M/C 

24.92 

0.07 

96 hours 

- P.T. 

24.92 

0.06 

96 hours 

- sample #L 

24.91 

0.06 " 

’■Number 

of cigarettes 

per sample ” 40 


2 Target 

circumference 

since October, 1983. 



PM3000984207 

Source: https://www.industrydocuments.ucsf.edu/docs/tgmk0001 



TABLE III 


B 6c H DELUXE ULTRA LIGHTS MENTHOL 100 (PACK) 
TARGET 24.0 2 





AVERAGE 1 

STANDARD DEVIATION 

Initial - 

M/C 


23.99 

0.06 

Initial retest - M/C 

23.99 

0.06 

Initial - 

P.T. 


24.01 

0.07 

24 hours 

- M/C 


24.01 

0.07 

24 hours 

- P.T. 


24.02 

0.07 

24 hours 

- sample 

#1 

23.99 

0.08 

48 hours 

- M/C 


24.02 

0.07 

48 hours 

- P.T. 


24.03 

0.07 

48 hours 

- sample 

#1 

24.00 

0.08 

96 hours 

- M/C 


24.03 

0.07 

96 hours 

- P.T. 


24.03 

0.07 

96 hours 

- sample 

#1 

24.01 

0.08 


TABLE IV 

B & H DELUXE ULTRA LIGHTS MENTHOL 100 (LOOSE) 
TARGET 24.0 2 



AVERAGE ! 

STANDARD DEVIATION 

Initial - M/C 

23.97 

0.06 

Initial retest - M/C 

23.98 

0.06 

Initial - P.T. 

24.00 

0.06 

24 hours - M/C 

24.00 

0.06 

24 hours - P.T. 

24.01 

0.06 

24 hours - sample #1 

24.00 

0.06 

48 hours - M/C 

24.00 

0.06 

48 hours - P.T. 

24.02 

0.05 

48 hours - sample #1 

24.01 

0.06 

96 hours - M/C 

24.01 

0.06 ..... 

96 hours - P.T. 

24.02 

0.05 

96 hours - sample #1 

24.01 

0.05 


dumber of cigarettes per sample - 40 
^Target circumference since" July, 1982. 


PM3000984208 

Source: https://www.industrydocuments.ucsf.edu/docs/tgmk0001 





